POST  CARD 


Old  St.  Paul's  Church  (Episcopal).  Iniilt  i*i^739. 1  l>c 
oiilv  buildins  standing  alter  the  liritislM^)iijr|wrd(nl} 
and'  burned  Norfolk  on  January  1,  177(i./ hcn*«ln  Hi' 
was  restored  alter  the  Revolutionary  VVbr  andOflfie 
the  cannon  lialls  fired  at  the  church  may  IWvcnSmhed-j 


ded  in  the  walls  today. 
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THIS    SPACE  FOR  WRITING 


THIS  SIDE  IS  FORTHE  ADDRESS 


